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Qin nee 
ABSTRACT 

This report describes the measurement of velocity profiles 
Het vediG Gireecly above a rectangular cavity with air flow 
across its mouth, such that standing vortices are induced in 
the cavity. Jhe constant temperature hot-wire anemometer was 
used to determine velocity profiles at 75 feet per second free 
stream velocity and cavity depth over length ratios of U.75 and 
1.0. Both three-dimensional and cavity geometry effects were 
exhibited for the vortices, and lack of periodicity in the 
velocities was consistently noted. 

All of the experimental work Was conducted during April 


and May 1967, at the Naval Postgraduate School. 
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JABLEwEE SYMSar5 
a constant 
Cavity depth (in) 
Cavity length (in) 
dynamic head (lbs/sq. ft) = % peut 
temperature (degrees Fahrenheit) 
mean velocity (ft/sec) 
mean velocity ratio (u/U) 
reference free stream velocity (ft/sec) 


root mean square value of velocity turbulence 
(ft/sec) 


turbulence velocity ratio Cu /U) 
Cavity width (Cin) 


coordinate, distance in flow direction from 
upstream wall of cavity (Cin) 


coordinate, vertical distance from cavity 
F (clan eitrn) 


coordinate, horizontal distance in direction 
transverse to flow measured from left side of 
cavity looking downstream (in) 
air density (slugs/cubic foot) 
uncertainty (percent) 


as subscript, denoting x direction 


as subscript, denoting y direction 
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li Itimoduc tion 

Since the advent of high speed aircraft and ships, in- 
creasing interest has been generated in the nature of the 
effects of discontinuities in the boundary surfaces of the fluid 
Flow fields. Cavity-type discontinuities, such as bomb bays 
and landing gear wells in aircraft and sea water injection 
Openings in ships, have been observed to contain strong 
periodically fluctuating pressure fields which can attain 
intensities sufficient to induce significant dynamic response 
of the structure and/or the vehicle. JSecause of these disturbing 
effects, cavity-type discontinuities have received particular 
attention. 

Prior efforts have associated the observed phenomena with 
Helmholz cavity resonance, discovered by Helmholz, who worked 
out formal analytical expressions. Rayleigh, in the late 19th 
century extended Helmholz's work using energy relations to allow 
end corrections for different geometries. At present the infor- 
mation on the boundary conditions of the cavity systems is 
insufficient to make use of the results practical. 

In 1944, Tillman (12) published the results of tests which 
determined the drag coefficients of various surface irregul- 
arities including Trectangular and circular cross-section 
cavities. Blokhintsev (1) initiated modern investigations of 
PiGw=excitedecavity Tesonance ane te. 

During the 1950's, Roshko (8,9) and Krishnamurty. (6) 
published results of experiments conducted at the California 


Institute of Technology. These works presented information on 


the pressure distributions on the cavity walls, pressure drag 
and friction coefficient, and acoustic radiation from the 
Cavities. Dependence of the quantities on geometric and flow 
parameters was included. Roshko's work also contained a brief 
presentation of estimated vortex velocities within the cavity, 
based on measurements near the walls. 

Harrington (4), in 1957, addressed the Acoustical Society 
of America on te mechanism of cavity resonances. Since 1960, 
Dunham (2) and Rossiter (10) have published results of studies 


of flow over two-dimensional cavities. 





It should be noted, however, that none of the previous 
investigations penetrated the cavity interior but, rather, 
confined themselves to effects at the cavity mouth or within 
a very close distance from the walls. Further, all prior efforts 
have been based on the assumption that end effects could be 
ignored, hence the frequent references to "two-dimensional" 

Cavities. 

Roshke (9) discussed difficulties to be encountered in-,y 
extending investigations toward the vortex centers, relating 
the problems to the relative magnitudes of the turbulence and 
low mean velocities at the core. 

Inasmuch as this discussion took place in 1953, before 
reliable constant temperature hot-wire anemometer circuitry 
Was available, it was felt that the difficulties could be oOver- 
come and that a significant advancement of the knowledge of 
Cavity resonance might be afforded by results of abservation 


of the vortex velocities and frequencies of oscillation 
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throughout the cavity, and comparisons of the observed quantities 
for varying cavity geometries. In particular, it was felt that 
a beginning for the determination of the influence of boundary 
conditions could result from this work. A further purpose of 
these studies was to identify any dominant frequencies of vortex 
oscillation relative to the characteristic geometric parameters 
of the cavity (such as length and depth) and to the free stream 
tunnel velocity. 

Definite frequencies were not observed so that in final 
form, the objectives of the investigation were reduced to a 
study of the vortex velocity distributions and their reaction 


to variable cavity geometry. 


Pi 


ie Summary Of Theory 

As noted previously, analytical investigation of the flow 
induced forced vortex in a cavity has been hampered by ignorance 
of the boundary conditions. The forced vortex is generally 
associated with flow of a fluid in a container revolving about 
a central axis, so that linear velocities are directly a function 
of radius from the axis of rotation out to the container wall, 
(see 11). 

In the flow induced case, however, the fluid velocities 
are only roughly a function of radius from the vortex center, 
being functions also of coordinates originating at the walls and 
in the free stream. Therefore the mechanism of vortex formation 
in an open cavity has only been described by the results of 
experimental observations. 

In shallow cavities, as described by Rossiter (10), flow 
through the cavity may be considered as flow down and up a 


step at the upstream and downstream walls respectively (see 


Figumeml). 
ee NS SS ‘it 
reduced pressure increased pressure 


Figure l Shallow cavity flow 
with no vortex formed 


These step changes will be accompanied by a pressure drop 
in the fluid as it separates from the cavity's upstream edge and 
a pressure rise on the cavity floor where the flow reattaches 


itself. Near the rear wall, flow will be retarded and pressure 


eZ 


will rise until the boundary layer separates and forms a high 
pressure region at the downstream wall of the cavity. As the 
depth/length (D/L) ratio of the cavity is increased, the 
attachment and separation points on the cavity floor move 
together until coincident. Any further increase in D/L ratio 
results in reverse flow from the high pressure to the low 
pressure areas and a captive vortex is formed, as shown in 


Figure 2. 
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Figure 2 aotanding vortex formed 
Dunham (2) has proposed that cavity oscillation is activated 
by the presence of an inflection point in the mixing zone, which 
Causes separation when forced into a positive pressure gradient. 


Figure 3 shows the streamline pattern prior to oscillation. 





Figure 3 Streamline pattern of flow 
before oscillation occurs 


Ie 


As velocity increases beyond the leading edge of the cavity 
and is accompanied by a pressure drop, a positive pressure 
Qradient forms over the after portion of the cavity mouth in 
Front of the stagnation region on the downstream wall. A vor- 
tex, Caused by flow separation, will form in the boundary layer 


(see Figure 4). 


Va 


Figure 4 Streamline pattern showing 
vortex in the boundary layer 


At the point shown the cavity volume has been compressed. 

After formation of the vortex, the positive spesoude gue 
lent in the cavity is destroyed and the vortex moves to the 
downstream lip. When the vortex strikes the lip, the inward 
portion of the vel@city field is gedareeted into the downstream 
boundary layer while the outward portion entrains fluid in the 
cavity mouth and causes a pressifre reduction Over the downstream 
lip of the cavity (see Sp Um 5). The cavity volyme is here 


seen to have expanded. 
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Pigure 2 Streamline pattern as boundary layer 
vortex strikes the downstream lip 


Once the vortex has passed into the boundary layer, flow 
returns to the streamline pattern of Figure 3. 

The effective cavity volume thus oscillates about an initial 
undisturbed volume, emitting periodic radiations into the free 
stream. As determined by Krishnamurty (6), the frequencies of 
these radiations are dependent on flow Mach number and, hence, 
could be used to determine local Mach numbers in the supersonic 
mange when other measuring devices might be difficult to uses 
Krishnamurty's report (6), also raised the question of the effect 
of a turbulent boundary layer ahead of the cavity, suggesting 


that it could produce a different wave system. 


is 


ae Description of Apparatus and Instrumentation 

A. Apparatus 

Apparatus used in conducting this investigation consisted 
of a) the wind tunnel and controls, b) the test cavity, c) the 
hot wire probe, and d) the traverse mechanism. 

The wind tunnel used was built for the Naval Postgraduate 
school by West Coast Research Corporation of Los Angeles, 
California. The tunnel contains a 10 foot square entrance 
section ahead of a 3.5 by 5.0 foot test section 7.5 feet long, 
Followed by 20 feet of diffuser section. The downstream end of 
the test section was vented to the atmosphere. Wind speed was 
controlled by varying the pitch of the fan blades. The fan was 
turned by a Brook A.C. induction motor, model 203/103A supplied 
with 60 cycle 3 phase 500 volt power from the building supply. 
The motor delivered up to 150 horsepower at approximately 1170 
RPM. 

Tunnel wind speed was observed on a two meter differential 
Water manometer graduated in Q.01 centimeter increments. 
Pressure from a static pressure ring located at the entrance 
to the test section was led to the top of the manometer. Pressure 
From a shrouded total head pitot tube, also located at the 
entrance to the test section, was led to the top of the fluid 
reservoir, so that fluid level in the manometer represented the 
pressure difference between stagnation and static pressures at 
the entrance to the test section, which was related by a pre- 


vious tunnel calibration to tunnel dynamic pressure, q. 
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The test cavity corresponded to a variable depth cutout 4 
inches long by 12 inches wide relative to the flow (see Figure 7). 
The cavity walls were mounted to a baseplate which was in turn 
mounted on the floor of the tunnel test section and faired to 
the tunnel floor 2 feet ahead of the cavity's upstream lip. The 
Floor of the cavity was designed to be set at any depth between 
Q and 8 inches. Grooves in the floor permitted traversing the 
hot wire probe. During operation, these grooves were sealed by 
slot pieces which were introduced through cutouts in the sides 
of the cavity. Half-inch plexiglass was used for all pieces. 

The hot wire probe consisted of an Q.25 inch diameter steel 
tube, 17 inches long, with Q.005 by O.0O1L5 by O.5 inch jewelers 
broaches imbedded in epoxy at one end of the tube and an Amphenol 
3016A-125-35 socket at the other end. The Q.Q0015 inch diameter 
tungsten hot wire was soldered between the tips of the broaches. 
The socket provided a terminal for leads to the anemometer. 

The traverse mechanism was constructed of 2 inch O.D. by 
1-5/8 inch I.D. rolled aluminum tubing, 9.5 inches long (see 
Figure 7). This tube was plugged at one end, the plug containing 
an 0.25 inch hole aligned with the tube axis fa) cee passage 
and guidance for the probe. TJhe probe was supported by a 
postioning piston which had ears extending through grooves in 
the cylinder wall. Jhe piston ears rested on a postioning 
ring which was threaded at 10 threads per inch, as was the lower 
7 inches of the outside cylinder wall. 

The cylinder was supported on four 0.25 inch rods which 


passed through the top of the cylinder and plug. Jwo of the 
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rods were oriented in the x-direction (parallel to flow) and two 
Were oriented in the y-direction (transverse to flow). One rod 
in each direction was threaded to provide positioning control 

of the cylinder in the horizontal plane. The rods extended 
through grooves ina "skirt" around the base of the cavity. 

B. Instrumentation 

Instrumentation of this investigation consisted of a) the 
hot wire anemometer, b) an RMS meter, and c) an oscilloscope 
(reference Figures 6 and 8). 

A constant temperature hot wire anemometer, model 200 made 
by Security Associates Applied Science, Carmel, California, was 
used. {his device contains circuitry to maintain a constant 
wire temperature by varying its resistance to reflect changes 
in flow velocity past the wire. Jhe major advantage of the 
constant temperature hot wire circuit was that the wire was 
used in the feedback part of the amplifier circuits and hence 
allowed avoidance of frequency limitations and narrow linear 
velocity ranges as found in constant current circuits. The 
linear voltage output relative to air flow speed, makes possible 
the use of this instrument to measure flow fields which hereto- 
fore could not be explored. (Reference (5) contains a parti- 
cularly good description of the theory on which the hot wirfe 
anemometer is based). A self-contained DC meter with a selection 
of scales (10, 100, or 300 milliamps and 1 or 5 volts) provided | 
mean velocity monitoring. Additionally, velocity fluctuations 


about the mean Were measured at an output jack. | 
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A true RMS vacuum tube voltmeter, model 520A of Ballantine 
Laboratories, Incorporated, Yoonton, New Jersey was used for 
turbulence measurements. [his meter can observe sine, complex, 
pulse, or random waveforms from Q.1 millivolt to 434 volts with 
an accuracy of + 2% of indication for frequencies fram 20 cps 
tao 400 kcps. 

Waveforms were observed on a Hewlett-Packard Company model 
130 C oscilloscope. Measurement bandwidth was 500 kilocycles 
with horizontal and vertical seneitivity of 200 microvolts per 


Centimeter. 
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ae Experimental Procedure 
This investigation was executed in five steps as follows: 
ae establishing the cavity D/L ratio 
be. calibrating the anemometer 
ce setting the tunnel wind speed 
d. positioning the hot wire 
e. Yeading and recording the values of u and 
The cavity D/L ratio was set by supporting the moveable 
cavity floor, at the corners, With Wood pieces cut to the desired 
length. D/L ratios in the vicinity of 1.0 have been observed by 
Roshko and others to yield single captive vortices, and therefore, 
D/L ratios of 0.75 and 1.0 were chosen for this investigation. 
Depth was checked from inside the cavity to insure the setting 
itnin £ O.01 inchese 
Calibration of the anemometer was straightforward following 
the manufacturer's recommendations. With no flow and the 
attenuator turned fully clockwise, the hot wire resistance was 
set to give a 25 milliamp reading on the 100 milliamp scale. 
This established a safe limiting resistance to the wire to 
prevent wire burnout at low flow rates. Next, with the meter 
on the one volt scale, the needle was adjusted to zero from 
the upscale side, after which the attenuator control was turned 
Full counterclockwise to reduce sensitivity. Finally, with 
the hot wire in position seven inches above the tunnel floor 
and tunnel Wind velocity set to 75 feet per second, the atten- 
uator was adjusted to give a full scale Treading, that 1S, one 


volt D.C. By so doing, readings on the one volt scale Trepre- 


ae 


sented the mean velocity normalized with respect to the free 
stream velocity. Additionally, the anemometer output repre- 
sented the fluctuations of velocity about the mean, so that 
the value of RMS turbulence similarly normalized could be read 
directly on an RMS meter. 

Tunnel wind speed was controlled by varying the pitch of 
the fan blades to give the desired dynamic pressure, q. Fora 
free stream velocity, U, of 75 feet per second, aq of 6.67 
ppunds per square foot was calculated. From tunnel calibration 
curves, g of 6.67 corresponded to 3.52 centimeters of water in 
the control manometer. This value was set and checked for each 
Tun. The value of 75 feet per second for tunnel wind speed was 
chosen to provide direct comparison of results with those 
obtained by Roshko (9). 

The hot wire was visually aligned transverse to the flow 
(see Figure 9). Position in the x-y plane was controlled by 
the horizontal positioning screws of the traverse mechanism. 
The positioning screws were indexed so that their position 
Opposite a scale on the skirts could be read to # Q.01 inches. 
A calibration between positioning screw index reading and wire 
location was conducted with the setup in the tunnel. This 
consisted simply of recording index readings and measured wife 
position. 

The wire height was controlled by setting the positioning 
ring at an indexed zero location and introducing the probe full 
length. At this position, the wire was measured at seven inches 


above the tunnel floor. The positioning ring was then lowered 
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one turn for each 0.1 inch desired height change. Since full 
Ting travel on the cylinder was only seven inches, it was 
necessary to withdraw the probe after traversing this distance 
and reposition the ring to zero. fhe distance withdrawn was 
measured by dividers and checked by observing the meter readings, 
Since at the height at which the probe had to be withdrawn, the 
Wire was always in the shear layer. Hence, minor errors in 
resetting were readily noted as velocity changes. 

The mean velocity (u) was read directly from the anemometer's 
DC meter. The RMS value of the turbulence (u_) was read directly 
From the RMS meter. Both uw and u, as recorded, were vector 
Summations of velocity components in the x and y directions. 
Figure 9 below illustrates the coordinates and components of u. 
In the figure, the components of uu may be obtained by direct 


addition of the r-subscript to the u's. 





Figure 9 Coordinate Orientation 
and Velocity Components 


ao 


Meter readings were visually averaged, using up to twenty 
needle swings per reading where fluctuations warranted. 

Turbulence waverorms Were observed by direct observation 
Of the anemometer output on an oscilloscope. Pictures were 
taken off the scope with the vertical sensitivity set at 50 
millivolts per centimeter and horizontal sensitivity at 2 


milliseconds per centimeter. 
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ae Uncertainties and Sources of Error 


Uncertainties aneamaximlnmeecrrorse ors tie 


quantities and instruments used for this investigation were 


assigned as follows: 


dynamic head (q) if 
air density Cp ) + 
Cavity dimensions a 
coordinate measurements z 
anemometer meter needle swing ac 

n 


RMS meter needle swing 


tt 


mean velocity change/O.01 inch 
change in probe location 


i+ 


turbulence change/O.01 inch 
change in probe location 
anemometer meter accuracy 


RMS meter accuracy L 


From the above assighed limits of accuracy, 
For the various controlled quantities were computed following 
standard techniques of computing the uncertainty as the square 
root of the sum of the squares of the component uncertainties. 


Component uncertainties were computed as the limit of accuracy 


divided by the value at the limit. 


Hence, the uncertainty in the free stream velocity was com- 


puted as 


oy> V (w, )* + (w.)* 


various measured 


1.0% 

2.0% 

O.01 inch 
(fe Cen er erin 
0.02 volts 
0.005 volts 
UD Ue vets 


0.0015 volts 


= 0 .005°Vvolts 


0.002 volts 


Similarly for the uncertainty in x/L, etc. 


oy Jee) GY 


Uncertainty calculations for the controlled quantities 


yielded the values following. 


Zan 


uncertainties 


ae Free stream velocity (U) £ 2.24% 

b. Hot wire locations: (x/L) + 2.51% 
(z/W) £ 1.11% 
Cy) a 2 och 

= VelOcaiivera tos: ip + 6.10% 7 
Cu) £ 7.70% 
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Se Results 

At the end of this report velocity mappings from the data 
in Appendix I are included as Figures 10 through 15. The 
mappings consist of compilations of the data recorded within 
the x-y plane at z2/W equal to Q.5 and within the y-z plane at 
x/L equal to 0.5 for the three inch deep cavity, and within the 
x-y plane at z/W equal @ 0.5 only for the four inch deep cavity. 
The contour lines enclose areas of the plane where the velocity 
ratios had, as an upper bound, the number appearing on the con- 
tour. Where data was insufficient to force closure, the lines 
were extended up or down by dashed lines to indicate whether the 
enclosed data was above or below the contour. 

The mean velocity ratios versus x/L at y/D and z/W equal 
to 0.5 are presented in Figure 16. {his data is compared to 
corresponding estimated values of Roshko (9) at a similar 
relative location. 

Lastly, pictures showing turbulence waveforms are included 


as Figures 17 and 186. 
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Tae Discussion of Results 
Nowhere in the literature encountered on cavity resonance 
are there presented either analytical solutions or experimental 
Findings for the vortex velocity profiles, so that reliability 
of the collected data was entirely dependent on the following: 
@e Tepeatability of data 
6b. comparison of the data with the estimated profile 
presented by Roshko (9) 
Ce comparison of the vortex velocity contours with 
results expected from inferences in the literature 
The repeatability of the data was observed by accident 
when run number 38 was found to have been taken at the same 
points as run number 37. Forty-nine percent of the data points 
for Tins’ o7 sand 36 ERE SEC e s ei With the maximum separation 
of data points being O.01 for u and O.005 for ua Within the 
ranges defined in chapter 5. It should be noted, hoWever, that 
the time separation between data points was only about forty- 
Five minutes and involved no shut-downs or start-ups of the 
equipment. Hence the data repeatability cannot be categorized 
as confirmed. Additional repeat runs were not possible due to 
Failure of the tunnel drive system just prior to completion of 
run number 4Q. 
The comparison of results with Roshko's estimated profile 
in Figure 16 reveals data - estimation separation less than or 


equal to u of 0.02 within the range of x/L equal to 0.02 through 


SS a 


0.6. Above x/L equal to 0.6, the separation increased to U.04 


ae </— Bolla! tev Oe 75 anaeto Ofeeat ~~Eeeutal to Usa. line 
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result 1s tentatively attributed to the effects of the cavity 
Side walls which were not included in Roshko's work and which 

are observed in Figures 10 and 11 to contribute significantly 

to the center section contours. fhis effect is believed toa 
result from the interference of pressure disturbances meeting 

at the vortex center section. Secause Roshko's apparatus might 
have more closely approximated a two dimensional cavity, having 
a W/L ratio of 8.5 vice the 3.0 ratio used in this investigation, 
it is Quite likely that end effects were negligible in the prior 
wWOrk. 

The appearance of definite vortex velocity profiles, parti- 
cularly apparent in Figure 14, is, in minimal manner, an indica- 
tion of reliability of the collected results. the reader is 
cautioned, however, that the velocity contours do not necessarily 
represent streamlines, since the hot-wire does not provide 
velocity direction information. 

As was predicted by Roshko, Dunham (9, 2), and others, the 
vortex in the cavity having the higher D/L ratio shows much 
better definition, with core u's and u's down to 0.015 compared 
with minimum u's and u's of 0.09 and 0.055 respectively in the 
shallower cavity. 

The appearance of two vortex cores in the three inch deep 
cavity was not predicted, but agrees with the general observa- 
tion that stability and definition vary directly with the B/L 
fav. 

The consistent velocity disturbance observed at the bottom 


of the cavity is attributed to the presence of the discontinuity 


Bil: 


which permitted entry or the probe into the cavity. While main- 
tatneeeaiaasesmall an spening.as possible, theediscontinuitysin 
effect created an outlet from the main cavity into a seand cavity. 

A decided three-dimensional dependence was observed as 
mentioned above. The possibility of such dependence was postu- 
lated by Dunham (2), who noted that effects of the cavity sides 
had been neglected in all prior investigations. AS a consequence 
of tunnel failure, data was collected in the y-z plane for only 
the three inch deep cavity and therefore no geometric comparisons 
Were possible. 

The tendency of the vortices to assume squared shapes out- 
Side the roughly circular core is attributed to the viscous shear 
effects originating at the cavity walls. 

Two additional features of the vortices are granted singular 
importance. First, the presence of a strong turbulent zone 
immediately above and upstream of the vortex core in the four 
inch deep cavity is not an expected result. This, hoWever, may 
be an advanced phase of the interface between the two cores 
observed in the three inch deep cavity. If this is the case, 
it would be expected that this turbulent region would move up 
into the shear layer and out of the cavity at higher L/D ratios. 
Further investigation of this area is needed. 

Lastly, inasmuch as periodic fluctuations had been observed 
at the Walls and in the shear layer, it Was anticipated that 
the cavity turbulence would also contain well defined frequencies, 
from which comparisons of turbulence, mean velocity, and core 


definition might be related to Strouhal numbers. However, as 


oe 





can be seen in Figures 17 and 18, no such periodicity of the 
turbulence was found. It is possible that periodic regimes 
might be recognized by use of a frequency spectrum analyzer or 
a tape data retrieval system and computer processing. Such 
equipment was not available for this program. It may also be 
speculated that some geometric or arm ciety layer conditions 
cCOnducive to periodic vortex formation were not met in the 
present arrangement. fhis would dictate that an analysis of 
the requirements for observing periodicity within the vortex 
should be made, but it is not within the scope of this investi- 
Qation to do so. Such an analysis could draw from that of 


Dunham (2) for conditions required to observe periodicity in 


the shear layer vortices. 
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Go. Conclusions 

1. The constant temperature hot wire anemometer can be 
used to observe velocity profiles in a flow induced standing 
vortex in an open cavity. 

2e strong turbulence is introduced into the boundary 
layer by the presence of an open cavity, and this turbulence 
extends throughout the standing vortex induced in the cavity, 
though to a lesser degree. 

3e Strong three-dimensional effects exist in the captive 
vortex at W/L ratios as high as 3.0, and are not confined toa 
the ends of the vortex, but are reflected to the midsection 
as Well. 

4. Vortex definition is strongly dependent on D/L ratios, 
With a D/L ratio of 1.0 yielding a single vortex core. 

5e IJurbulence within the vortex does not exhibit strong 


periodicity at low Mach numbers. 
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ae Recommendations for Future Study 

The test apparatus used for this investigation provides 
sufficient flexibility so that some or all of the following 
proposals can be coupled to the present or a slightly modified 
system. 

More extensive probing of the test cavities is needed to 
provide truly definitive data on the existing vortices. For 
the same reason, more geometries should be investigated. Sath 
L/D and L/W should be varied and results compared. As mentioned 
in the discussion of results, observation of the two-core inter- 
Face to determine whether or not it degenerates into the high 
turbulence region could be a significant portion of this effort. 

Some steps should be taken to reduce or control the boundary 
layer thickness upstream of the cavity including a) relocation 
of the cavity such that its mouth would be at the tunnel center- 
line vice the tunnel floor and b) perforation of the upstream 
surface, thereby allowing the boundary layer to be controlled 
by use of a vacuum system. 

An effort to determine if fluid is truly isolated in the 
vortex or if there is transport in and out of the vortex should 
be considered. 

Cross-correlation techniques, use of a frequency spectrum 
analyzer and/or use of a tape data retrieval system with com- 
puter processing should be coupled with any of the preceding 
recommendations and would additionally be necessary for investi- 
Qations of the effects of vortex fluctuations on acoustic out- 


puts or of the possibility of the existence of additional stable 
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states within the cavity and regimes where more than one state 
may be found. 

The ability to develop a free standing vortex system, the 
control of its form by judicious use of either geometric or 
boundary layer control changes, and the introduction of con- 
trolled disturbances such as acoustic waves makes possible the 
continuation of this problem in the general field of vortex 
Stability. It is gGuite possible that a logical sequence of 
experiments could serve as a useful adjunct to work of other 
experimenters in the area of bluff body separated flow, with 
the end result of developing a clearer understanding of a three- 
dimensional problem that has puzzled investigators for Over a 
hundred years. The recognition of separated flow being three- 
dimensional in character within the past twenty years has been 
a Significant step, and it now remains to apply recently 
developed experimental tools in order to define the problem 


further. 
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